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better acquaintance, retracted the condemnatory portion of his
criticism sufficiently to allow that Siddons's Young Marlow was
'far from despicable.' Years later, Mrs. Siddons spoke to
Whalley of her husband as a much better judge of the like-
liness of a MS. tragedy than herself.



 second season with her, as yet, immature
